Furnishings  from  the  Finnish  Lutheran  Church,  Sitka, 
Alaska,  established  in  1841;  organ,  first  in  the  west, 
installed  in  1846;  displayed  at  Sheldon  Jackson 
AAuseum,  Sitka,  Alaska. 


#R21272 


Post  Card 


